FEDERAL URDU UNIVERSITY OF ARTS SCIENCE & 
TECHNOLOGY SUHARWARDY ROAD, NEAR ZERO POINT 

G-7/1, ISLAMABAD 

* * * * * * * ******** * 

No. Date: 



M/s 



Subject: Tender Document For Purchase of Lab Equipment For Electrical 

Engineering Deparment. 

You are invited to submit a sealed bid, valid for the period of Six (06) months, for the 
tender of Lab Equipment of Electrical Engineering Department on prescribed tender 
documents as per following term and condtions:- 

1. Bid must be submit to the University alongwith bid security @ 2.5% of the total bid 
cost. 

2 Tender document is available on University website free of cost and may be obtained 
from Purchase & Store Section of the University against pay order of Rs. 1000/-. 

3. Tender Document shall be received on or before 22-02-2016 till 11.00 am and will be 
opened on the same day at 1 1 .30 am in meeting room, at 5 th floor of the University. 

4. Tender received after due date and time will not be entertained. 

5. Amendments/alternations/cutting etc, in the tender, if any must be signed in full by the 
person who has signed the tender.Change or revisions in rate after opeing of the tender 
will not be allowed. 

6. Tender must be in sealed envelop. It must be written on the envelop in bold letter, “ 
Tender for the Purchase of lab equipment of Electrical Engineering department for this 
University”. 

7. The University reserves the right to increase or decrease the number/ quantity of items at 
any stage. 



8. Bid security @ 2.5% of the total value of the bid will be return to the bidders after 
opening of tender. 

9. Performance gurantee @ 10% of the total cost of the sucecessful bidder will be retained 
by the University for warranty period 

10. Income Tax will be deducted from the bill as per Govt rule. 

1 1 . The General Sales Tax. Registration Number issued by the Sales Tax Department must 
be quoted in the bid, otherwise tender will not be considered. Price quoted must clrearly 
show whether it is inclusive of General Sales Tax. 

12. Tender without required bid security or lesser amount will be rejected. 

13. The University may reject the bids or proposal at any time prior to the acceptance of bid 
or proposal. 

14. Quality of Equipment as per specification mentioned in the tender document is the 
crater i a of the tender. 

Purchase Officer 




Federal Urdu University for Arts, Science& Technology Islamabad 
Department of Electrical Engineering 



A 



S.No. 


Items 


Model No. 


Manufacturer 


Qtv 


1 


Lathe Machines (Bed Size 5 Feet) 


- 


Any Good 
Imported 
Quality 


02 


2 


4-Terminal earth electrode resistance and soil resistivity testers 

With 

Professional Earth Test Kit 


DET4TCR2 


Megger 


02 


3 


Earth leakage clamp meter 


DCM300E 


Megger 


02 


4 


Vises 


PD-374 


Proskit 


10 


5 


Multi-Angle Swivel Action Vacu-vise 


PD-376 


Proskit 


10 


6 


Super Drill Set W/ Adaptor (220V ,50Hz) 


1PK-500A-2 


Proskit 


10 


7 


12V Cordless Drill 


PT-1201A 


Proskit 


10 


8 


Mini-Grinder Set with Stand 


PT-5721A 


Proskit 


10 


9 


Caliper - Digital 


PD-151 


Proskit 


10 


10 


Insertion/Extraction Tool 


8PK-CT004 


Proskit 


10 


11 


9" Torpedo Level with Magnet 


PD-155 


Proskit 


10 


12 


5 pc Heavy Duty File Set 


8PK-605L 


Proskit 


10 


13 


Long Pickup Tool with Magnet Tip 


MS-327 


Proskit 


10 


14 


Long Pick-up Tool, 4 pronged, 23.5" long 


MS-329 


Proskit 


10 


15 


Automatic Center Punch 


8PK-H081 


Proskit 


02 


16 


Magnetizer/Demagnetizer 


8PK-220 


Proskit 


10 


17 


6 - in- 1 Mini-Hammer Set 


PD-2611 


Proskit 


10 


18 


5-1/2" Bent-Nosed Pliers - Smooth 


1PK-27 


Proskit 


10 


19 


4-1/2" Semi-Flush Diagonal Cutters 


1PK-20 


Proskit 


10 


20 


5-1/2" Needle-Nosed Pliers - Smooth 


1PK-26 


Proskit 


10 


21 


6" Needle-Nosed Pliers - Slim Serrated 


1PK-25 


Proskit 


10 


22 


Multi-Function Tool 


MS-325 


Proskit 


to 


23 


5" Heavy Duty Cutter w/ESD Safe Handle 


lPK-jnL01-EN 


Prgsjdt 


10 
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Department of Electrical Engineering 



24 


Round Hole Breadboard - 2420 Tie Points 


BX-4135 


Proskit 


25 


25 


Round Hole Breadboard - 1580 Tie Points 


BX-4123 


Proskit 


25 


26 


6 Pc. Precision Screwdriver Set 


8PK-509 


Proskit 


10 


27 


Helping hands w/solder iron holder - 2.5X Magnifier Lens 


608-391E 


Proskit 


10 


28 


Replacement Soldering Wand for 608-352 


508-351N-IRON 


Proskit 


10 


29 


2-in-l SMD Hot Air Rework Station 

— 


SS-989A 


Proskit 


10 


30 


Temperature Controlled Digital Soldering Station 


SS-207E 


Proskit 


10 


31 


Glue Gun 


GK-380A 


Proskit 


20 


32 


De-soldering Pump 


DP-366P 


Proskit 


20 


33 


ESD Grounding Wrist Strap - 10 Ft 


AS-611 


Proskit 


15 


34 


Multi-Function Tool Box with Removable Tote Trav 


SB-4121 


Proskit 


15 


35 


Plastic Box w/dividers 11 X 7 X 1.75 


103-132D 


Proskit 


25 


36 


Electronics Master Kit 


1PK-1700NA 


Proskit 


10 


37 


Inside Caliper 






10 


38 


Outside Caliper 






10 


39 


Phase Tester 






25 


40 


Coil Wire 3/29 






10 Rnlk 


41 


Coil Wire 7/29 






-L W 1 \ U II 2> 

10 Rnlk 


42 


Bulb holders 






-L 1 \\J 1 1 O 

t 00 


43 


Power Plugs 






JLKJyJ 
1 00 


44 


Electric Bulb 60W and 100 Watt 


PHILIPS 




50 each 
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S.No 


Items 


Description/ Model No. 


Manufacturer 


Qtv 


45 


Computers 


Dell /HP or Compatible with 
19" LCD Monitors, Keyboards 
and Mouse (Complete Set) 

System Specification: Intel Core i3 i3- 
550 / 3.2 GHz , Chipset Intel Q57 
Express, DDR3 4GB, 320 GB Hard Drive, 
Graphics Intel GMA 4500 Dynamic 
Video Memory Technology 5.0, LCD, 
DVD, Serial port and HDMI Port 


Dell or HP 


100 






UNKSYS 24 Port (1000MBPS Link) 


LINKSYS 24 Port (1000MBPS 
Link) 


02 


46 


Network Switches 


LINKSYS WRT1200AC 


LINKSYS WRT1200AC 


01 






Cisco SRW224G4P-K9 -24Port 


Cisco SRW224G4P-K9 -24Port 


01 






Cisco 2811 Router 


Cisco 2811 Router 


01 


47 


Multimedia with Display Screen 


PTLB280 


Panasonic 


05 


48 


DC Motor DC Generator Trainer Unit 


MG 5211 


ED Corporation 


05 


49 


5 Axis Arm Robotic Trainer 


ED 7255 


ED Corporation 


10 


50 


Extension Boards 


Standard power supply plug board 6 
universal, 10A 


- 


75 


51 


Digital Storage Oscilloscope 


GDS-2000A Series 


GW INSTEK 


10 


52 


Electric Circuit Lab 
(Main Console Only) 


KL-100 


K AND H Product 


20 


53 


Linear DC Power Supply 


GPS-x303 Series 


GW INSTEK 


20 


54 


Project Board 


GL48 


K AND H Product 


30 


55 


Temperature Controlled Digital 
Soldering Station 


SS-207E 


Proskit 


25 


56 


Antenna Trainer 


B4520 


Electron SRL 


07 


57 


Transmission Line Trainer 


ETB-210 


OMEGA Electronics Ltd 


07 


58 


Opto Electronic Trainer 


FO - 003 


OMEGA Electronics Ltd 


04 


59 


Microwave Trainer 


ED -3000 


ED Corporation 


07 


60 1 


Digital Multimeter 


TES 2712 


TES Electrical Electronics Corp. 


25 



\o( 
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FEDERAL URDU UNIVERSITY OF ARTS SCIENCE & TECHNOLOGY ISLAMABAD 
Department of Electrical Engineering 

Additional Registrar 
FUUAST Islamabad 



SubjectlDemand of compo nents for Electric! Engineering ■ a Kc» 



Following components are required for Electrical Engineering Labs 



S.NO 


Name of Items 


Model No 


Qty 1 


1 


Microcomputer Sensing Control Fnulnmont iwiorj..i 


KL-64001 


05 


2 


LL'ft equipment Modules 

(K&H) 


KL-64005 


05 


3 


KL-64008 


05 


4 


KL-64009 


r os 


5 

c 


KL-64012 


03 


b 

*7 


SPARTAN 3AN/3E Starter Board (XILINX) 


SPARTAN 3AN 


05 


/ 

L 


DSP Starter Kit(Texas Instruments) 

— 1 


TMDSDSK6713 


05 



A 

Eogr.FafsalBai 

In-charge Laos 
j^e ctr iqq I'Engineering 




II 2 






,u 

i' 



l\ 



1/ 



Dr.AsimShehzad 

I 

Head of Department 
Electrical Engineering 




